to fall the next (Tr. 35).  He also confirmed that under the
plan, temporary roof support must be installed within
5 minutes after a cut of coal has been removed, and the tempo-
rary support remains in place until such time as the permanent
support is installed.  In such a case, the only time anyone is
permitted inby the temporary support would be to install perma-
nent support (Tr. 36-37).  Mr. Clevenger confirmed that he has
no personal knowledge of the facts surrounding the complaints
filed in this case (Tr. 37).

Larry Collins testified that he has been a miner since
1979/ and that prior to August,, 1984, he worked as a scoop
operator at the Jewell Ridge Coal Company, but was laid off
in 1983.  He was hired by the respondent on August 14, 1984,
and mine superintendent William Brewster hired him.  He ini-
tially worked on the first shift, but then worked the second
shift from 2:30 p.m. to 11:00 p.m.  He was paid $70 a day,
and his supervisor was section foreman Hubert Sweeney.

Mr. Collins stated that he received no training regarding
roof control plans.  He confirmed that he was employed by the
respondent as a scoop operator and that the mine was engaged
in pillar recovery when he was employed there.  Referring to
exhibit C-2, a part of the roof-control plan, he explained
that "Plan A" was being followed and that the pillar split
shown as 1, 3, 5 was mined all the way through without any
roof bolting taking place.  The miner would then mine all of
the numbered wing cuts as shown by numbers 6-13 without any
roof bolting taking place.

Mr. Collins stated that during his 2 weeks of employment
with the respondent, or a total of 8 shifts, no roof bolts
were ever installed on the pillar split where he was working,
and he never observed the roof-bolting machine in operation.
He explained that the continuous-mining machine was remotely
controlled, and that as the scoop operator it was his job to
follow the continuous miner in order to load out the coal and
take it to the belt for transportation out of the mine.  Dur-
ing this process he was required to, be under unsupported roof,
and at times he would be 12 to 8 feet inby and under unsup-
ported roof, and that this was true for the entire 2 weeks of
his employment with the respondent.

Mr. Collins stated that during his employment with the
respondent some rocks fell on his scoop from some roof bolts
and that he received "a few scratches." He reported this to
Mr. Sweeney and Mr. 'Sweeney stated that "it don't look that
bad. "
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